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MINISTRY OF COMMERCE 

PUBLIC NOTICE 
IMPORT TRADE CONTROL 

New Delhi, the 5th June 1965 
SUDJECT : - - Import of machinery , components thereof, equipment , other commodities 

and raw materials from the U . S . A . under AID Loan 103 , 
No. 88 - ITC ( PN ) / 65. - Attention is invited to Public Notice No. 52 -ITC ( PN ) /64, 
dated the 24th June, 1984 , as amended from time to time setting out the terms and 
conditions applicable to import licences granted under AID Loan 103. 

2. The following further amendment to the aforesaid Public Notice is hereby 
notifled . 

In clause (xli) of the Appendix , delete the full stop at the end of the second 
Hentence and add the words " or the Ministry of Transport s Forwarding Agents in 
U . S . A ., namely , M / : , Dyson Shipping Company, 17 , Battery Place, New York - 4 , 
N . Y ." The second sentence as thus amended will now read as follows : - - 
" If however no guitable Indian vessel is available at competitive and reason 

able rates , a non - availability Certificate about Indian vessels should 
be obtained by the importer / supplier from the Secretary , Shipping 
Coordination Committee, Ministry of Transport, New Delhi (Cable : 
Transchart) or the Ministry of Transport s Forwarding Agents in 
U .S . A ., namely , M / s. Dyson Shipping Company, 17 , Battery Place , 
New York - 4 N . Y ." 

P . SAJANAYAGAM , 
Chief Controller of Imports and Experts. 
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